Medical Education Department 

TENDER NOTICE 


No. C3-6457/2007/MCT. 5th June 2007. 

Sealed competitive tenders are invited for the supply 
of Medical Gases (Oxygen, Nitrous Oxide, Nitrogen and 
Carbon dioxide) to Collegiate Hospitals under Medical 
College Hospital, SAT Hospital and Ophthalmic Hospital 
for the year 2007-08. 

Superscription—Tender No. 3/2007. 

Cost of tender form : 

Original—Rs. 1,000+VAT. 

Duplicate—Rs. 500+VAT. 

Last date and time of sales of tender form—26-7-2007, 
3. p. m. 

Last date and time of receipt of tenders—27-7-2007, 
2.30 p. m. 

Date and time of opening tenders—27-7-2007, 3 p.m. 

Tender forms can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 upto 
3 p. m. on working days. 

To whom tenders are to be sent—The Principal, 
Medical College, Thiruvananthapuram-11. 

The date up to which the rates are to be firm— 
One year. 

The rates should be inclusive of sales tax and free 
delivery at the concerned hospitals. 


633*6>6>(majL>, 6>6)cni.s s?o3 cn^ocrd, *0(361116113 6)6)(U) 
630<£b6)6)cronjo) ailccnosmo a^jtgijcmOTilcn gnogjaia lessen (31(38 
chlonojo (3<3°£jocro2<e>u3 *ii6rrihyj6)*099)(rr)j. 

acS^ejocru (ixni(8—3/2007. 

BdS^eioaro nOooajrchlQog oiler 

aolsflcorai- fflinJ 1,000+0)00. 

ajDJJojlGcflffljj-fflJaJ 500+010$. 

B^neiocru tioooo ojltoSceojcm raraoicrooco (OiIoohoiIoq^o 

CTUfflCniOJJO—26-7-2007, 3 (26in1. 

BtSfiejocrd croiTa>ol.sajcm rarsojcroooo <3)1 oo> (3)1 as 20 
CTOfflOQlOJJO -27-7-2007, 2.30 (2611)1. 

B(3f^iocrd anjoceojan (oiloaHtolcrajo croa qojojjc*^ 

27-7-2007, 3 (2611)1. 

B^fieiocro aoooo eielteojamd)—(n_fl(i3 (ruln-puS, aacuiltsaajS 
c*3Gg^, (tolffljojcncTOtiJjoo-ii. 

BiSneiocrd croa^njletsosra oileiocroo—(.«Jln8(rbla ; |oo3, 
6)aajL)1<66Xo3 G*3Ggg§, roilojojaxmojjfflo-ii. 

B(3 ri eio(rd aeooo G(2(38njo6i5i5) oj1ejocro«5rt»1ro3cnlcmjo 
GO)(8l§ 01063130 01200(0)0 603. B^f^eiOCrd nCOOo (0>rd0eilco3 
(318) (II08^ 12 2 gg <11 (8 B^'^eiocrd aD 3 0(315)16) (1$ Ol1eiG0Q)06)S0(jJO 
(0)oJ0C03 i)3(3s®33(Q) 50 ffljal (3180)1.030 I26T1)1GOQ>3(8(U)OOCQ>1 
(3i80Q)<x»GB6)6rie(0)06m. (26 ii)1g<!Q> 0(8(U)(3 (3iaei06)(0) a$ olratolraS 

(3180Q)0fflo96)2(1D (5>2* 00)36X5)3(82 *3(861D(lKI83ei2o 01)11*01.66)2(11) 

(0>ei. i261))1goq> 3(3(U)(3 (n)il*o1<e6>2(m raraoi croon) <o)1qo)<5)1 

21-7-2007. AjsjajxoS oiloi(86BT3o3 gra (3r8)ae1(ro1(o8 (riloujo 
(,njoi(3(ora)l Bloim)63Bg1(o3 eie^aoem. 


Tenders are to be submitted in detail with illustrated 
pamphlets (whenever necessary) neatly types. Written 
manuscripts often to be avoided as far as possible. 

All offers to the tender should be accompanied with 
the formal agreement executed in Rs. 50 Kerala Stamp 
Paper together with required Earnest Money Deposit 
(one percent of the total cost quoted), which can be 
remitted by way of Crossed Demand Draft. Advance 
payment condition will not be considered. 

Tender forms are not transferable nor the cost 
refundable under any circumstances. 

Tender forms can be obtained by post, if required, by 
remitting the due amount with Rs. 50 extra as postage 
charge by way of money order, addressed to the Principal, 
Medical College, Thiruvananthapuram-11 on or before 
21-7-2007. No other form of remittance through post will 
be accepted. 

(oilajaimoRnnjjoo 6)(2(U)1<66)(53 G*3Ggs? (3i8)0ajoJi.(a)1, 
00(1)3. O0. $1. (3I9)CK>Ja1CC3>1, 0)016086)12(1$' *61T;0082oJL(5)1 o®(TT>1 
(TUB OoJO) 6313 g1eeio36) 2006-07 (11 (3 oil GOTO) .96) (318)0108^12000)1 
01(8201) 6H2(U)1o96)(08 0)^3(r6 (630*m51s3(l8, 6)6)0)(Scru 


Schedule 


Name of Type of MCH SATH OPH Total 

Gas Cylinder Quantity 

required 


Medical Bulk Cylinder 20000 14500 

Oxygen 

B Type Cylinder 15000 1200 
A Type Cylinder .. 60 

AA Type Cylinder 250 25 

Nitrous AA Type Cylinder .. 40 

Oxide 

Bulk Cylinder 400 150 

Nitrogen 40 

Gas 


34580 

16200 

60 

275 

65 

550 

95 


Carbon 40 15 .. 55 

Dioxide 


Medical College, 
Thiruvananthapuram. 


(Sd.) 

Principal. 
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TENDER NOTICE 

No. C2-3980/2007/TDMCA. 14th June 2007. 

Sealed tenders are invited in the prescribed forms 
for the supply of following items to the Various 
Departments of T. D. Medical College, Alappuzha. Tender 
should be superscribed with Tender No., item and 
addressed to the Principal, T. D. Medical College, 
Alappuzha. Late tenders will not be accepted. Tenders 
will be opened at the time and date noted below in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. 
Intending tenderers may obtain tender forms from the 
undersigned on all working hours from 10 a. m. to 4 p. m. 
Cheque, Drafts, Postage Stamps etc. will not be accepted 
towards the cost of tender forms. Tender forms are not 
interchangable. 

An agreement in Kerala Stamp Paper worth Rs. 50 is 
to executed along with an EMD of 1% of the cost of 
item tendered. EMD may be furnished in the form of 
Deposit Receipt of a Reputed Bank. Further details can be 
had from this office on all working hours. 


BcB^ejocrujcSjaS gggs<flao (ftojolcoj ojjoojiot 

racSfiejocro cncmojo go an ail ajcacnjo Gfflsuoajsjmrjnl (p-io3crblajoo8, 
$1. tuft. Saadi <0€>ro8 Scftoegs, raraj&jnjj <p-5 n®ar> 
oilejoaromflraS ctoqqjoq) G< 06)6n§ Rj>06m. ©oajo&l <ft,1§jcm 
B^nejocrojcfec^ cnul.feol.aajcmanei. BiSneJOcrojaBuS cnoas 5 
Ocftiosj OKS)1 ral csojom snloo) raft oqjIojjo crua cep 6sa glejjo 
cn)jlcft,(alte6)icm®)jo ro)jo<fl6)jar)ro)jiaosm. 3(3«ejocn5l6K$ oileitroocnn 

o-jJtaa, (OJOOoficn, GaJoor^coS cr^amj n^cmloj crojItfecDltsajorKcnej. 

O(3 n ejoarojcft.u3 carajejajjip 6)ffl(U)1 <flara3 GAOKga 
LojlcT8crulajo@l6)o§ BOnnlardlraScrflcmjo tnjajc5«jKj>l Blojcro63r3g1ra8 
eje1c8S)janD(ij)0Gm. ojlajffl63r3a8 si BOrmlcrulraScrilanjo 

ejeloBojonrKcnosm. 

rainJoraS ajodsi rajrd so (bogcoo ra^nejomilmjo). 


[_c0d12 

crxnj(8 

B(3fiejocm 

mcnj(3 

gDcnajlojrao 

(i) 

(2) 

(3) 

1 

5/07 

6 mG0Q)O6)cSja1(ru(.s1 QJc&jcjjlcieJcoa 
C3T3)ajODi2)OQQ> Ol (l^SiO^Cm 

2 

6/07 

6 ) 6 ) 2 )Gt.( 6>0 6 nJGCn) 0 gsft OJDl(jJO^§J 

6)210g1 301(06)“ t3I5)OJ 03^ £21 0 CQ) 

6nJGQ3)0gS3l(66>ra8cr0 
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7/07 

C3«cn0§ffl1 CU>1nJO<3§6)2IC$lG£J(06> 
raracrudlBioa 


SI. 

No. 


TenderNo. 


1 5/2007 


Description 

Reagent to the Department of 
Biochemistry 


B(3«ejooru aaoooajroilfflci^ oilej: 

oraciTjraa—rajoj 450. 
nJt03^n_j-225. 

2)6mlGQa>0(3ajL)c8 eielcscss)6n§ raraojcrooco Rnlcojoil—20-7-2007. 


2 6/2007 Biologicals to the Department of 

Microbiology 

3 7/2007 Bone set to the Department of 

Anatomy 


BcB^ejocm oroj1<ft.(a1<6Bj(m oraojcreocn anleoxailoaijo 
crufflcnjajjo—8-8-2007, 1 216ml. 

B(3«ejocru snjo bojot) rarloo) rdIqqijo cru2i oqjqijo^-? 
(a 21 mam <3 i-cn 8 - 8 - 2007 , 2 126 ml, tB>2]mmj(3 2-00 

8-8-2007, 2.30 216ml, (dMmCTUcS 3-0D 8-8-2007, 3 216ml. 


Cost of tender form: 

Original—Rs. 450 
Duplicate—Rs. 225 

Last date of receipt of Money Order—20-7-2007. 

Last date and time for receipt of tender— 
8-8-2007, 1 p. m. 

Date and time of opening of tender—8-8-2007, 2 p. m. 
for SI. No. 1, 8-8-2007, 2.30 p. m. for SI. No. 2, 
8-8-2007, 3 p. m. for SI. No. 3. 

Postage charges Rs. 50 for each tender form. 

(3W)eJnJ2<P $1. curt. 652KU/1 (66X38 Go&OGg SilfflOJ 

qjIqjIu) ajoa.jojj.fegiGej.ea raT^rnc/o^oco) ol n®s2og“crd, 
6njG0Q)og^1<sfflro8cr6, raracmnlAC/S o^cmloj cro6>6>oJ 6>.uajjam«i>1ar> 
21J(.3(U^| B^nejoarujcfec^ (9*161711^116)cfeOggirmj. 


T. D. Medical College, (Sd.) 

Alappuzha. Principal. 

TENDER NOTICE 

No. S-1550/2007DCC. 11th June 2007. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of the following items to the 
Govt. Dental College, Calicut. 

SI 

Tender No. Name of Items 

No. J 

(1) (2) (3) 

1 S-1550/07DCC Purchase of Micro Electric Oral & 

Maxillofacial Surgery System (E-Pen) 

2 S-1613/07DCC Purchase of Induction Casting 

Machine & Multi Functional Milling 
Machine 
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3 S-1770/07/DCC Purchase of Multi Viewing 

Microscope 

4 S-1872/07/DCC Purchase of Surgical Microscope 

5 S-1873/07/DCC Purchase of L.C. D. Projector 


Cost of Tender form: 

Original—Rs. 740 for SI. No. 2 and Rs. 440 
for others. 

Duplicate—Rs. 410 for SI. No. 2 and Rs.220 
for others. 

By Post (M.O.) only—Rs. 780 for SI. No. 2 
and 480 for others. 

Closing date and time of sale of tender forms by 
Post—23-7-2007 at 3 p. m. for SI. No. 2 and 24-7-2007 
at 3 p. m. for others. 

Last date and time for receipt of tenders— 
6-8-2007 at 4 p. m. for SI. No. 2 and 30-7-2007 at 4 p. m. 
for others. 

Date and time of opening of tenders—7-8-2007 
at 11 a. m. for SI. No. 2 and 31-7-2007 at 11 a. m. for 
others. 


<s<ft>o<plG< 06 >os cnoj6n36>aajjr bootrsS Gc&oegeilGejcae ot> 06 )<p 
A osml^polceojcm ajcmraijceac/S ailsnosmo 6 >iiJ 0 g/ 2 anD(KflG&J<as> 
ra^nejocrujcfec^ cSAisml^jiaefeoggian). 


crxmaS on cm<3 


6Dcnailajrao 


1 aa)cru./i550/2007/aul.crdl.crul. 

2 aa)(rU./l613/2007/(U)l.CrDlcrul. 

3 o0cru./i77O/2OO7/an1.au1.m51. 

4 a®cru./l872/2007/cu51.0rvn.cro1. 

5 n®CrD./l873/2007/CU)1.0rdl.m)1. 


6)6>aG(.<e>o gr>ej c &ts'lc& aoocs3 
& mo<acrulGeJOG(iOn3dica3 
crucSssol cnilcjr^o (§g. ©aiciS) 

ao3au<fenada3 <&>o<j$locn 
6> ffl nil 1 Cl3 & ao3§1 
adocnraiGmtoS almlocn 

6)ffln3fla3 

ffla3§1 cuyailod) aaaiQi&o 

CTUGc&jOq-J 

cruc8si<S6)o3 6)6>B)Gi.<0iO 

(TUGcftiOnJ 

ng)t!58. oral. aul. 

6)tpJ0S8ASdl 


B^^ejocru GanOOC31TOl6K1§ ailej : 

(3rac^ra3—2-on ojrj 740, aoissoiodi^o 
(DJaJ 440. 

aJoa>c8nj—lAfflcnarntf 2-cn ojaJ 4io, aoisscnofflcss 

OJnJ 220. 


ayinioroS qjs >1 a/lcaSoJcn culm (ng)o. a. aocano)— 
tcfcamomcS 2-cn ojnj 780, aojggcuodSas) ojnj 480. 

cotojocoS cus>l culraSoJcn raiacucroocnlooojcm ksAcoxotIoqijo 
croacmcujo—(.<fl>®<T>cnj (3 2-cn 23-7-2007, 3 asml, ao^aacutroao 

24-7-2007, 3 aGml. 

B^nmocrd melGceosns raiacucroocn snloaijo 

cmacQ)cujo—iA®<T>amc8 2-cn 6 - 8 - 2007 , 4 asml, ao^aacngc»<eo 
30-7-2007, 4 asml. 

B^nmocrd crojoaosjjcm oiloo) railooijo cmaco)cujo— 
C<a>amcnj^ 2 -cn 7 - 8 - 2007 , 11 a6m1, agjggcu<3ffl<eo 31 - 7 - 2007 , 
11 asml. 


Govt. Dental College, (Sd.) 

Kozhikode. Principal. 


TENDER NOTICE 

No. S4-7277/2007/MCC. 16th June 2007. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of Semi Auto Analyzer for 
Institute of Chest Diseases, Medical College, 
Kozhikode. Tender forms can be had from the Office of 
the Principal, Medical College, Kozhikode directly on 
payment of Rs. 416 and by registered post on payment of 
Rs. 460 by money order. The last date for receipt of 
tenders is 11 a. m. on 7-8-2007. Tenders will be opened 
at 11.30 a.m. on 7-8-2007 in the presence of such 
tenderers or their authorized representatives who may be 
present at that time. Belated tenders will not be 
accepted. 

Tender forms are not transferable. Sale of tender 
forms by post will be closed on 25-7-2007, 3 p. m. Neither 
Cheque, Draft, Postage Stamps etc., will be accepted 
towards the cost of tender form nor will the forms be sent 
by VPP. Duplicate copy of tender form can be had on 
payment of Rs. 208. 

Important 

The tender should be sent along with an agreement 
executed in Kerala Government Stamp Paper worth 
Rs. 50 (Rupees Fifty only) and EMD @ 1% of total cost 
of the items tendered for. Rate should be quoted against 
Indian Rupee payment only. The tender without the 
required agreement and EMD and tender not quoted 
against Indian Rupees payment are liable to be 
rejected. Specimen copy of the agreement is annexed to 
the prescribed tender form. Stamp paper will be supplied 
to the firm outside Kerala on request along with 
remittance of Rs. 87 (Rupees Eightyseven only) (Rs. 50 
towards the cost of stamp paper and Rs. 37 as incidental 
charge) by money order. Tenderers should quote the 
AMC (comprehensive) rate for 5 years after warranty also 
along with their tender. 
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Superscription—Tender S4/7277/2007/MCC. 

Date upto which the rates are to be firm—31-3-2008. 
Address from whom the Tender form and to whom 
the Tender is to be submitted —Principal, Medical 
College, Kozhikode, Kerala-673 008. 

e<S)0!PlG<6S)0S ©mcuflcesxoS (SAoegsdaej ggaScruloyl aotid 
©iJCT$ onlcrol cmc|^ afleo w orcsil cejeea ©email <3»)G§o 
raramafflejcrosi OT)jS63T3l3» gnj<ft,0sm63T3a3 ajlanrasmo 
railG&J.e© mjtracu^i mroScmaosIcnmomraroilejjgg oc3<iejocro2<a>o3 
d3^6mhq)©tft.oaaiorm. 

0(3neJOCmj<fl)O3 n®Cm.4/7277/2007/a®o. mil. mil. a^CTT) 
Gffl©eJS>2GS5T!5)OSJiftiJSl ©aCUil(06X03 G<ft>0GgS!, 

G<a)0<plG<96)0S-8 n®CTT> Ojl£J0 m) S5t0)1 ©8 C3I3<S>CBS'<ScB6) 

srmsnosm. ©©oj<flil eje1<e©jcm 0(8 n eiocro2<ft>a3 cruj°)<ft,®1 
ceojariwiej. 0(3 fl GJOcroj<ft.a3 ®»©<p Bjoern'l.ajla'laffljom dlajcruo 
ffloculaej ii.30 -cr) BeaneiocmjAoraaagetroo c3raoa)”)<9>j,OT) 
a^s?r^l©n^ccQ)o cruormlrajD^roraflasS cnjo.eaanjsjo. 

f3(3n£joord Ganoo63T3@2©s oilm qq)o crol aisroletnocScuxB 
s<p 1 ©c 9 j icwonog, GoJoij^aS (J^oorn aqsnejoooioj 

cro/lawalcflajcmanm. 50 ®jnj ailnjQQvjgg Gt&>®g mjco^iairaroilraS 

mlceulto) ffloan^cfeCQJlejjgg arc am a© nJi.ro> o b®j 
craanmocno ml® ro>i.B oj^ GroT3>os;j<fl>js1 adSnejocrdlacnonjo 
cruffl^(jjlG(SS)6nsOT)Osm. 

ra^neiocrojcfliC^ <s<ft>o<plGceaos ©maulcesKoS G<&>0Ggs3 

(.oJla3cru1 njo glaog sonoTcre1®3 cnlcmjo c«-iroj<8(sr&)1 
bIoj arc63(3g1®8 ejej,ffl06m. ajlaj®63i3o3 t,oJ<Fdro>jro> 

630rm1crdl(33chl<mjo £jel<sffljcrr>(3)06m. 

Bc3«ejocro cnamrii—og)(ru 4/7277/O7/n0)o.crdl.crdl. 
gocno—©email (3ta>G§o raraenaaeienxS 
raras83>co3 ro>;joa>—2,00,000 rojai. 

Be3«ejocm ennooesrsiloeig culm—416 rojai. 
®)oJoraiSaj<plcQ>2gg ailrn—460 ro^nj. 

BcS^ejocrd enoooo tmoJoraSaupl ailro3njeo roilrojem 
abtootojo crofflOQKUjo—25-7-2007 ©©eu<fl>2G(TT>©o 3 a6ml. 

BeS^eJOcrojAC/S £jelG<e©6n3 oraojeruoen eoDtroesiltrojo 
crufflQQxujo—7-8-2007 oooflaej 11 aernl. 

BcSfieJOcrojaiC^ eoijoasajem kd1(D)c3)1oq)Jo cmmaxojjo— 
7-8-2007 fflooilaei 11.30 m6ml. 

Specifications of the item 
Semi auto analyser —INo. 

* Wave Length-340-630mm 

* Printer 

* Sipping and curette systems 

* Memory 

* UPS 

Medical College, (Sd.) 

Kozhikode. Principal. 


TENDER NOTICES 

( 1 ) 

No. S1/7169/2007/MCC. 16th June 2007. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of composite, partially absorbable 
mesh (45 Box) for the Department of General Surgery, 
Medical College, Kozhikode. Tender forms can be had 
from the Office of the Principal, Medical College, 
Kozhikode directly on payment of Rs. 416 and by 
registered post on payment of Rs. 456 by money order. 
The last date for receipt of tenders is 11 a. m. on 
4-8-2007. Tenders will be opened at 11.30 a. m. on 
4-8-2007 in the presence of such tenderers or their 
authorized representatives who may be present at that 
time. Belated tenders will not be accepted. 

Tender forms are not transferable. Sale of tender 
forms by post will be closed on 25-7-2007, 3 p. m. 
Neither Cheque, Draft, Postage stamps etc. will be 
accepted towards the cost of tender form nor will the 
forms be sent by VPP. Duplicate copy of tender form can 
be had on payment of Rs. 208. 

Important 

The tender should be sent along with an agreement 
executed in Kerala Government Stamp Paper worth 
Rs. 50 (Rupees Fifty only) and EMD @ 1% of the total 
cost of the items tendered for. Rate should be quoted 
against Indian Rupee payment only. The tender without 
the required agreement and EMD and tender not quoted 
against Indian Rupees payment are liable to be rejected. 
Specimen copy of the agreement is annexed to the 
prescribed tender form. Stamp paper will be supplied to 
the firm outside Kerala on request along with remittance 
of Rs. 87 (Rupees eighty seven only) (Rs. 50 towards the 
cost of stamp paper and Rs. 37 as incidental charge) by 
money order. 

Superscription—Tender S1/7169/07/MCC. 

Estimated cost—Rs. 5 Lakhs. 

Date upto which the rates are to be firm—31-3-2008. 

Address from whom the tender form and to whom 
the tender is to be submitted—Principal, Medical College, 
Kozhikode, Kerala-673 008. 
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Gcft.os>1(8<sfflos ©mcuDlteocaS G<ft.oegs?l6>ei gioooraS crucSsaol 
Qj1eoc/xora>lG£J<0S> GcOjOGcnjocnilg, njo<3o9d£il (3rasruGcroo(3snj6nila3 
©and (45 G6ruoo&cru) aJ063i3jonooj)1or) mranxaoslcrunom 

OTtg)l£i)sa s^nejoorujc&c^ graSojOBcfeoloScnlGCTDO araocnlcft^oj) 
agjsaogjooralraScnlGonoo <0ju6m1^j6)<33aggjrmj. 

Bc8 r >ejoon)j<ft>o3 raras<06)o 6 )jJCQ)CT)1s) 33 <a>ajo1(nj 0j<aig1ra3 
3(3nGJ0cru onomc3 <yj)<pj®)1 CnJla3cro1ojoa3, 6)0cu)1 <06 )«j 3 G<0>oegS3, 
G<&.OS>lG<06)OS-673 008, G<0>(Ogo, §300)^ n£)0TT) (UleJOOn) <010)1 (08 
(3T30Q)d» G<06)603(0)06TT). 6) 6)010071 <06)1 §JOTO BcSneJOOTDJdkoS 

on)j1<a>a1 <06>jonoco)&i. 3<8 n ejoorDj<ft>a3 <a)06)>p <0 ) O6n)1.ylffl1<06)jorT> 
bIqjctuo (soojl6)ej 11.30-cn B(3nejooroj<ft.o(D6)o$GCQ)o <oraoa)1<0^<o) 

n®gSC$l6X$GOQ>0 Cn)30T)1(lJD^ror3)1®3 (O)JO<06)6)nJSJC>. 

Bcs^ocro GaD0O63I3gJ6)S Ol1eJOQ>OOQ)1 2)6TT)1 630(3<U)c8 
63<pl6)<0> 6)oJc96), (.fU)0«CJ), GrO0<jg<08 (jgOOU 0J CO) 01000)01 

rrujIcSjffllceojaTKfnej. 50 cojai oil&i001)33 G<a><og ojtqajLcoxoioilcoS 
cnlcraulOT) 2)3®)^<fl>0Q)1ejjgg oro00<o)nJi.®>o 1 % odIkxohboj,}, 
G<oro)osj<0>js1 B(3nejooulGO)06)S3<ojo aroma<ojlGtS6)6nso)06n). 

BcSneiOOTOJAaS G<&.OS>lG<06)OS 6)fflCU)1c86)03 GAOGgS 
(.oJlaaoiilojogle)^ 633 o£)1o\)1o 3 oolomjo (pjaj(3oro)l Bloioru6sr3g1(o8 

010^0060). <&>JSJC0)(08 Oil 01(0 6313 C/3 t^JfrU«njO) C3I5|oOlO))1o3 

cnlonojo ei0l<06)jonrxo)O6n). 

BaS^ocrc cnoni<3—n®orm/7i69/07/<^o.or\)1.ordl. 
raiBse>o3 <o)j<0>—5 ej<Mio ojoj. 

BaS^eiOOTO Gn£)0O(aT0)l6)Cljj oflei : 
raraa))o3—416 rajai. 

OJD^oJlGoOOg-208 fflJoJ. 

<0)oJ0(08 O1!Pl0Q)Jgg oilej-456 OJoJ. 

Bdi^eioord GoODOo <o)ojoco8oi<p1 ei@1<06)jom toraoiorooor) 

<0)10Q)(0)103)JO OTO0C!3)O1Jo— 25-7-2007 6)6)OJ<fl>JGODOo 3 0611)1. 

B^neJOOl) GoOOOo 630a£)1m)1co3 0)10T)JO GO)ffl1§ O1©1<06)JOn) 
raraoioruoa) (ottocoitojo nruacoiaijo—4-8-2007 oooJtoej 11 060)1. 

B(3«£10m)J<fi>o3 O)J0<S6)J0D 0)103) 0)1 OQ) Jo 00)0 OffiOIJO—- 
4-8-2007 OOOil6)ej 11.30 060)1. 

Oiloi O)1S303CQ)1ffl1c96)JOD 0)100)0)1-31-3-2008. 

( 2 ) 

No. S4/7291/2007/MCC. 16th June 2007. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of Blood Oxygenator for the 
Department of Cardio Vascular Thoracic Surgery, Medical 
College, Kozhikode. Tender forms can be had from the 
Office of the Principal, Medical College, Kozhikode 
directly on payment of Rs. 416 and by registered post on 
payment of Rs. 460 by money order. The last date for 


receipt of tenders is 11 a.m. on 7-8-2007. Tenders will 
be opened at 11.30 a.m. on 7-8-2007 in the presence of 
such tenderers or their authorized representatives who 
may be present at that time. Belated tenders will not be 
accepted. 

Tender forms are not transferable. Sale of tender 
forms by post will be closed on 25-7-2007, 3 p. m. Neither 
Cheque, Draft, Postage stamps etc. will be accepted 
towards the cost of tender form nor will the forms be sent 
by VPP. Duplicate copy of tender form can be had on 
payment of Rs. 208. 

Important 

The tender should be sent along with an agreement 
executed in Kerala Government Stamp Paper worth 
Rs. 50 (Rupees Fifty only) and EMD @ 1% of the total 
cost of the items tendered for. Rate should be quoted 
against Indian Rupee payment only. The tender without 
the required agreement and EMD and tender not quoted 
against Indian Rupees payment are liable to be rejected. 
Specimen copy of the agreement is annexed to the 
prescribed tender form. Stamp paper will be supplied to 
the firm outside Kerala on request along with remittance 
of Rs. 87 (Rupees eighty seven only) (Rs. 50 towards the 
cost of stamp paper and Rs. 37 as incidental charge) by 
money order. Tenderers should quote the AMC 
(comprehensive) rate for 5 years after warranty also along 
with their tender. 

Superscription—Tender S4/7291/07/MCC. 

Estimated Cost—Rs. 5 lakhs 

Date upto which the rates are to be firm—31-3-2008. 

Address from whom the tender form and to whom 
the tender is to be submitted—Principal, Medical College, 
Kozhikode, Kerala-673 008. 

G<ftO>PlG<06>OS 6)0CU)1 <06)0)3 G<ftOGgSfl6>ei <0 jO(3(U)1gOQ)O 
oioord <a>j ei<3 6X3)00 0 orolcft cruaSsjol oileo cn coroil eei<06) 
6 ui«jd 630<&crbteGO)gc3 (45 yj)6roo) ojl<0)ffl6TT)o 6)<jJog/jon)<o)lGei<06) 
ojcraoj^j ocorucooslorunocncoToileijgg BcSneiooroja&c/S <fta36n)1^jj 

6)<0iO3S)OnD). 

BcSneJOCrOJAC/S n®aru.4/729l/07/n®o.0m1.crdl. n®cm G06)£J<PJ 

G(5T!5)osj<a>2s1 ipJo3on51<jjoc/3, 6)0cu51<06)O)3 c&ftoegsl g<0>o>p1g<06>os-8 
<yj)orD oileiocnxotoilcoS (3raoQ)QQ)G<06)6rB<a)O6n). 6)6)ai<&,l eielcOojoD 
BdS^ejocrojAoS m)i1<a>c9l<06>jcn)<O)ei. 3<8 ra eioor\)j<ft>c/3 <0)06)<p 
<0>O6m1^|1ffl1<06)jorT) bIqjctuo <oooil6)ei 11.30-00 BcS^ooroj 
<a>ooaci§GOQ)o raraoa)1<ft>40J) o®S3c$16K$goq)o m)oai)1(ini<oro>1(o3 

CO)JO<06)6>aJSJo. 
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3<8n£J0CrD an£l0O63I3gJ6)S Oil £KX2> 000)1 fflSml BO(8njD(3 atpIfflA 
6)nJc9a, (pjeonog, eaioirgroS cr^orm mjsn&JOQQxn orojIcft.ffllcsajonDro)^. 50 
<ajoj ajlnjooijgg GoSsOg oji.raaji.w’roiroltDS oolaail®) fflO(tr>^<9)OQjl£jjgg 
croaiaOT)oj(.(0)o 1% ml ora) (.3 cu^ Gajroosja&jsl 3<8 ra ejoaulGcno6>soajo 
CrU2)(3njlGc86)6n3OT>06rr). 

B^ fi ejocn)j<s 3 o3 g< 0 >o<p 1 g< 06 >os 6>acu)1 <66>ra8 Gd&OGgSB 

(.nilaScrolajoglao^ raoanlcrulcoS cnlonojo (o-iftK3«srcJ>1 Blajaro63i3g1ra3 
eje^moano. a&jsjroxaS ailajffl6i3B(/3 (.o-KniKDjaj) csi^nDlcrdlcaS crilonojo 
&ie1rfK)l(TDW)06TT). 

B^f^ejocro cncru(3—a®anx4/729i/07/o®o.crbl.m)1. 
goano—6njcu> aoa&crdlsjGcngal (45 n®6ir^o) 

C3ias®.«58 -5 BJoMJo ffljoj. 

BcS^eiocro GnnoororiJilfflcig cnlei: 

rai3(ITJra3—416 OJaJ. 

ajUJ^njlGoSfflg-208 OJaJ. 

(OToJotoS aiflaojigg ailei—460 rajoj. 

Bta^ocro GnDooo (0)oJ0(s8ajs>1 ailroSajcn oilrajcm 

(!5)l0Q)KJ)l0Q)JO CrOfflOQlOJJO—25-7-2007 6)6>aj<a>JGODfflo 3 fflSml. 

B^tiGio crojoftic^ eielGcoasre (araoicroocn ®) loo; rail crojo 

oromooiQjjo—7-8-2007 caoculom 11 manol. 

3^ ti ejooroj<fl 3 o3 (ot;;o<96>2Ctt> anlooxnitojo crofflOQKUjo—7-8-2007 
(aoajlaej 11.30 manol. 

Specifications of the item 

1. Blood Oxygenator-Adults—25 Nos. 

* Microporous polypropylene Hollow fibre 

* Blood flow-1-7 L/m 

* High efficiency Heat exchanger Incorporated 

* Venous Reservoir-Capacity = 4000 ml. 

* Inter filter-200 micron. Final reservoir screen— 
150 micron 

* Arteriovenous sampling line. 

2. Blood Oxygenator-Paediatric — 20 Nos. 

* Microporous polypropylene Hollow fibre 

* Blood flow—0.5 L/m to 2.5 L/mts 

* High efficiency Heat exchanger Incorporated 

* Venous Reservoir-Capacity = 2000 ml. 

* Inter filter—200 micron. Final reservoir screen— 
150 micron 

* Arteriovenous sampling line 

* Reducers of all sizes. 


Medical College, Kozhikode. 


(Sd.) 

Principal. 


